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‘31 JUL 1981 


NOTE TO: Chief, Building Planning Staff, OL 


5X1 


Larry, 


The number of Agency positions to be added in 1982 and 
1983 are as follows: 


Full-Time Positions (FTP) 
1981 - Average Grade 10.56 25X1 
1982 - Average Grade 10.60: 25X11 
1983 - Average Grade 11.50 
Presently, there is no breakdown as to how many positions 


will go to each directorate, nor is there a breakdown of how 
many positions are projected for overseas. (U) 


25X1 My i (| ee! Office of the Comptroller, 
said he may be able to give us a more detailed breakdown by the 
end of August. (C) 


In projecting the average grade for 1983, Dave said that 
11.50 would be a reasonable figure for our purposes, however, 
we should be mindful that this is only an educated guess. (C) 


25X1 


25X1 


WARNING NOTICE 
SENSITIVE INTELLIGENCE SOURCES 


AND METHODS INVOLVED 
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